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Message Text 

UNCLASSIFIED 

PAGE 01 ALGIER 02538 061459Z 
ACTION STE-01 

INFO OCT-01 NEA-10 ISO-OO SY-05 /017W 

123513 061633Z/44 

R 061410Z SEP 78 
FM AMEMBASSY ALGIERS 
TO SECSTATE WASHDC 9063 
INFO AMEMBASSY TUNIS 
AMCONSUL CASABLANCA 

UNCLAS ALGIERS 2538 

E. O. 11652: N/A 
TAGS: ASEC, ASUP 

SUBU: REPAIR OF MODEL II INCINERATOR 

FOR: OPR/ST DEPT 
RSO TUNIS 
TSO CASA 

PLEASE PROCURE AND FORWARD TO POST BY AIR FACILITIES, AND PLEASE 
ADVISE DATE AND REGISTRY NUMBER: 

ITEM NO.: PART NO.: DESCRIPTION: QTY: PRICE: 

6 362-376 FSN 6685-993-978 PYROMETER 1 65.00 

7 ITEM 143 FLANGE BOLT (1/4-20X1) 60 3.00 

12 ITEM 144 FLANGE NUT (1/4-20) 60 3.00 

11 ITEM 145 FLANGE LOCKWASHER (1/4") 60 2.40 

10 ITEM 146 FLANGE GASKET 50FT 7.50 

3 362-386 GASKET 1 6.00 

9 ITEM 221 LOCKWASHER (3/8") 2 0.08 

10 ITEM 213 NUT (3/8") 2 0.10 

6 - BOLT NUT & LOCKWASHER (3/8"X2) 4 0.80 

TOTAL PRICE $87.88 


UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ALGIER 02538 061459Z 

FISCAL DATA: 19-80113-869271-4405-0-2699. HAYNES 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 sep 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ALGIER02538 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780363-0044 
Format: TEL 
From: ALGIERS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780995/aaaadavw.tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 07146956-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION STE 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 10 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1524849 
Secure: OPEN 
Status: NATIVE 

Subject: U: REPAIR OF MODEL II INCINERATOR FOR: OPR/ST DEPT RSO TUNIS 
TAGS: ASEC, ASUP 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/07146956-c288-dd11-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 
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